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EXHIBIT A 
Page 3 of 5 
October 1957 


DELETIONS' TO EQUIPMENT LIST DD 
FLY-AWAY KIT FOR SYSTEM 5, M-1 


ITEM 

MP 

NUMBER 

NOMENCLATURE 

ESTIMATED 
UNIT COST 

NO. OF 
UNITS 

ESTIMATED 

AMOUNT 

36 

56055 

Fuse. 5 A; AaG, LITTLEFUSE 

No. 413005 

$ .19 

50 

$ 9.50 

k 6 

11316 

Motor, FORD INSTRIMENT CO. 

No. 840079 

197.00 

1 

197.00 

if? 

11709 

Motor and Assembly per R-W 

Dwg. No. 50240130 

205.00 

1 

205.00 

51 

11181 

Tape, Magnetic, 1 inch width, 

9000 Ft. length, SCOTCH No. 
I49-9OH, wound on Reel Assembly 
per R-W Dwg. No. 50240263 

443.00 

15 

6,645.00 

io6 

11399 

Assembly, Bridle, Holst, per 

R-W Dwg. No. SK-24-04-89 

350.00 

1 

350.00 
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EXHIBIT A 
Page 4 of 5 
October l4_, 1957 


QUANTITY CHANGES AND NOMENCLATURE CORRECTIONS 
TO EQUIPMENT LEST DD, FLY-MAY KIT FOR SYSTEM 5^ M-1 


MP 

ITEM NUMBER NOMENCLATURE INSTRUCTION 


37 

11467 

Head, Playback, R-N Dwg. 

No. 50240012-2 

Correct description to read: 
Head, Playback, per R-W Dwg. 
No. 50240012 -2B 

38 

11475 

Head, Record, R-N Dwg. 

No. 30240012-1 

Correct description to read: 
Head, Record, per R-W Dwg. 

No. 50240012 -IB 

h2 

59019 

Latirp, Pilot, Red -Green, 

DIALCO No. 101-3030 931 

Correct description to read: 
laxapj Pilot, Red, DIALCO No. 

101-5030 931 

63 

11793 

Solenoid, WEST COAST ELECTRIC 
CORP. No, A 373 

Reduce quantity from 4 to 1 
per list 

64 

11805 

Solenoid, WEST COAST ELECTRIC 
CORP. No. A. 375 

Reduce quantity from 4 to 1 
per list 

65 

10534 

Thermostat, Type B, B9770-3 

MTG, KLIXON No. C4344 

Increase quantity from 1 to 2 
per list 
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EXHIBIT A 
Page 5 of 5 
October l4, 1957 


REDUCTION IN QUANTITY ITEMS 
EQUIPMENT LIST DD, FLY-AWAY KIT FOR SYSTEM M-1 


MP ESTIMATED PRESENT REDUCED 


ITEM 

NUMBER 

NOMENCLATURE 


UNIT COST 

QUANTITY 

QUANTITY 

63 

11793 

Solenoid, WEST 
ELECTRIC CORP. 
A 373 

COAST 

No. 

$ 16.50 

4 

3 

64 

11805 

Solenoid, WEST 
ELECTRIC CCRP. 
A 375 

COAST 

No. 

20.00 

4 

3 


ESTIMATED 
AMOUNT OF 
REDUCTION 


$ 49.50 


60.00 
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